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we Be Peck ; 
de XD AG 36 bearing Rulon ma 2 53-40 
Zo XDeAGe OI 53 Filter A 300 chd.00 
3+ XD 11-196-339 Spring RA 6 50 
bh, XD L1-199-37 Bearing FA B 6.56 
5+ Kie12-3B-KHO Gasket RA ho 3.20 
Se ie ce my penEee EA 15 425.10 
te: 2Pte Ob-e70 Revinder EA 15 —-h9,ho 
Op). AOrkeeGe=8ts Ovitoh BA 15 8.85 { 
9- = XD 12-66-3225 Bearing EA 25 32.50 
10, XD=12-66-363 Bearing EA 6 3.42 
ii. XD-12-66-61A Roller EA 8 1he.96 
12, XD-12-66-72 Pump BA 2 313.30 
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13. XD12-66-97 Syring EA 10 5.10 , 

14. MD 507 Filter EA 500 590.00 

15. - XD=508 Valve EA 5 77.20 
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wciINS ATR PORCE RABE, GEORGIA 
WAREHOUSE 17, STOREROOM B 


\ 


Accepted subject to submission of 
proposed price exhib 


a) 


STATINTL 


. STATINTL 
Approved For Release 2000/09/01 : CIA-RDP81B00878R000500090041-8 


